and the practice has since stopped.. He was also aware of
ventilation curtains being rolled up, and a battery explosion
involving Mr'. Cox, but he knew no details since he was not
there when it happened, and he and Mr. Cox worked on different
shifts (Tr. 81-84, 89, 106).

Mr. Ramsey confirmed that he has shut off his own per-
sonal dust sampler, but was not aware of anyone else doing it
or Mr. Blankenship1 s involvement. When asked why he shut his
off, Mr. Ramsey responded that "he just did" {Tr. 94).
Mr, Ramsey stated that he has never complained to MSHA about
any of these practices, and when asked why, he responded that
he wants "to go along with everybody" (Tr. 92).

On cross-examination, Mr. Ramsey remembered two roof
falls on a belt, and he confirmed that management installed
cribs and canopies over the belts, took steps to support the
roof, and explained the roof control procedures to the miners
(Tr. 102-103).  In response to further questions, he con-
firmed that he has roof bolted out of sequence, but did not ,
make a practice of it.  He uses his own judgment in roof con-
trol after taking into account the prevailing conditions, and
he never told management about bolting out of sequence and
"just did it."  He admitted that he took it upon himself to
bolt out of sequence, and on occasions when Mr. Blankenship
and Mr. Jackson observed him doing it, they instructed him to
do it the proper way.  Mr. Ramsey stated further that he
bolted out of sequence only twice in the past 6 months, and
that he did so because he believed it was safer, and not as a
short cut (Tr. 110-115).

Mr. Ramsey stated that ventilation curtains were rolled
up because it increases production and made it easier on the
crew. Although dust increases from this practice, the face
areas are rock dusted every evening, and no excessive levels
of methane have ever been detected in the mine (Tr. 103-105).
He thought there "may be trouble" with management if he
didn't go along with the curtains being rolled up, but did
not know what management's reaction would be if he rolled
them down. He was aware of his right to make complaints to
MSHA, but never did, and never saw a need to do so (Tr.
108-109).

Mr. Ramsey stated  that he is not afraid of Mr. Blankenship

and has told him about  adverse roof conditions when they were

encountered (Tr. 108).     He confirmed that he observed miner

Alva Cogar with powder   and caps on his drill machine (Tr. 107).
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II,!?0nd it made the mining cycle go faster.  Mr. Lee
